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Message Text 


UNCLASSIFIED 

PAGE 01 STOCKH 04436 180723Z 

17 

ACTION EUR- 1 2 

INFO OCT-OI ISO-00 EB-07 /020 W 

030935 

R 18065IZ AUG76 
FM AMEMBASSY STOCKHOLM 
TO SECSTATE WASHDC 8406 
USDOC WASHDC 

UNCLAS STOCKHOLM 4436 

FOR EXCON OEA: CHARLES SWANSON 

E.O. 11652: N/A 
TAGS: ESTC, ETRD, SW 

SUBJECT: INQUIRY RE ORDER FROM US SUPPLIER 

INSTRUMENT AB LAMBDA, KARLA VAGEN 81, STOCKHOLM 

HAS PROVIDED EMBASSY WITH STANDARD LETTER OF ASSURANCE 

SIGNED BY FRANZ T. COHN, PRESIDENT. L/A 

WILL BE POUCHED TO COMMERCE AUGUST 20. US 

EXPORTER IS DURRUM INSTRUMENT CORPORATION, 

3950 FABIAN WAY, PALO ALTO, CALIFORNIA. SWEDISH 
COMPANY CLAIMS DELAYED SHIPMENT OF INSTRUMENT 
ON ORDER CAUSING THEM LOSS OF US $1,000 IN DIFFERENCE 
BETWEEN SEA FREIGHT AND AIR FREIGHT WHICH IS NOW 
NECESSARY IN ORDER TO MEET COMMITMENT TO CUSTOMER. DOC 
PLEASE ASSIST ASAP. 

SMITH 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: STRATEGIC TRADE CONTROLS, END USE CHECKS, EXPORT LICENSES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 18 AUG 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STOCKH04436 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D76031 6-0660 
From: STOCKHOLM 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9760841 /aaaabjdv. tel 

Line Count: 43 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CunnlnFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09 APR 2004 by ReddocGW>; APPROVED <03 JAN 2005 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassifled/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: INQUIRY RE ORDER FROM US SUPPLIER INSTRUMENT AB LAMBDA, KARLA VAGEN 81, STOCKHOLM HAS PROVIDED EMBASSY 
WITH STANDARD LETTER OF ASSUR 

TAGS: ESTC, ETRD, SW, US, DURRUM INSTRUMENT CORP, INSTRUMENT AB LAMBDA 
To: STATE 
COM 
Type: TE 
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